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Message Text 


UNCLASSIFIED 
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44 

ACTION EA- 10 

INFO OCT-OI ISO-00 EB-07 /018W 

029392 

R 140845Z FEB 75 
FM AMEMBASSY RANGOON 
TO USDOC WASHDC 
AMCONSUL HONG KONG 
AMEMBASSY BANGKOK 
AMEMBASSY SINGAPORE 
INFO SECSTATE WASHDC 9159 

UNCLAS RANGOON 0378 

E.O. 1 1652: N/A 
TAGS: BTIO, BM 

SUBJECT: FOREIGN GOVERNMENT TENDER 

1.546/0I/T0082 

2. 021475 

3. V. DICKEY 

4. 546 BURMA 

5. N 

6A. WRITE TO - 
6B. MANAGING DIRECTOR 
6C. AGRICULTURE CORPORATION 
74 SHWEDAGON PAGODA ROAD 
RANGOON 

7. 2(T)/ARCP/IDA(74-75) 

8.041175 

9.201 

10. 344441 1 - 0090 SUPPLY OF 90 METRIC TONS OF GALVANIZED CORRU- 
GATED IRON SHEET WITH DEPTH OF CORRUGATION AT 3/4 INCH, APPROX- 
IMATELY 208 SHEETS PER METRIC TON. 

3315515 - 0002 SUPPLY OF 40 COILS(OF 112 POUNDS PER COIL) OE 
GALVANIZED STRANDED WIRE WITH TENSILE STRENGTH OF 45 TONS PER 
SQUARE INCH AND PREAKING LOAD OF APPROX. 2,130 POUNDS. 

3357943 - 0005 SUPPLY OF THE FOLLOWING SINGLE CORE NON-ARMORED 
UNCLASSIFIED 

UNCLASSIFIED 
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PVC INSULATED ELECTRIC CABLES FOR WORKING VOLTAGE OE 400 VOLTS 
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AND 50 HZ: 

1.0 SQ. MM - 1,000 YARDS 

1.5 SQ. MM - 1,000 YARDS 

2.5 SQ. MM - 1,000 YARDS 

6.0 SQ. MM - 1,000 YARDS 

35.0 SQ. MM - 1,000 YARDS 

3357943 - 0015 SUPPLY OF THE FOLLOWING SINGLE CORE PVC SHEATHED 
AND PVC INSULATED ELECTRIC CABLES FOR WORKING VOLTAGE OF 400 
VOLTS AND 50 HZ: 

1 .0 SQ. MM - 24,000 YARDS 

1.5 SQ. MM - 6,000 YARDS 

2.5 SQ. MM - 2,000 YARDS 

6.0 SQ. MM - 1,000 YARDS 

3613324 - 0020 SUPPLY OF TOTAL 160 SWITCHES RANGING FROM 15 AMPS. 

TO 100 AMPS. FOR A.C. CIRCUIT UP TO 500 VOLTS, 50 HZ. 

3317623 - 0005 SUPPLY OF 2,400 FEET OF HOT FINISHED SEAMLESS STEEL 
WATER WELL CASING, GRADE 27 TO B.S. 3601: 1962, WITH 120 SOCKETS. 

3317623 - 0020 SUPPLY OF THE FOLLOWING CENTRIFUGALLY CAST SOCKET 
AND SPIGOT PIPES AS PER ISO/R 1 3- 1 955(E) THAT CAN WITHSTAND 
YDRAULIC TEST PRESSURE OF 25 KG. PER SQ. CM: 

6 INCH DIAMETER - 7,200 FEET 
4 INCH DIAMETER - 8,000 FEET 
3 INCH DIAMETER - 4,800 FEET 

3317623 - 0020 SUPPLY OF THE FOLLOWING BUTT WELDED OR ELECTRIC 
RESISTANCE WELDED G.I. PIPE TO CLASS "MEDIUM" B.S. 1387: 1957 
THAT CAN WITHSTAND HYDROSTATIC TEST PRESSURE OF 49.2 KG PER SQ. CM 
OR 700 P.S.L: 

2-1/2 INCH NOMINAL DIA., WALL THICKNESS 0.144 INCH - 2,000 FEET 
2 INCH NOMINAL DIA., WALL THICKNESS 0.144 INCH - 4,000 FEET 
1-1/2 INCH NOMINAL DIA., WALL THICKNESS 0.128 INCH - 4,000 FEET 
1 INCH NOMINAL DIA., WALL THICKNESS 0.128 INCH - 4,000 FEET 
3/4 INCH NOMINAL DIA., WALL THICKNESS 0.104 INCH - 4,000 FEET 

35631 15 - 0080 SUPPLY OF EIGHT SKID - OR BASE-MOUNTED STATIONARY 
AIR COMPRESSORS OF 60 C.F.M. CAPACITY POWERED WITH SUITABLE 
UNCLASSIFIED 

UNCLASSIFIED 
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ELECTRIC MOTOR. POWER SUPPLY: 400 VOLTS, 3-PHASE, 50 HZ. 

3561 1 16 - 0008 SUPPLY OF EIGHT BASE-MOUNTED, SINGLE OR MULTI- 
STAGE CENTRIFUGAL WATER PUMPS OF 100 IMPERIAL GALLON PER MINUTE 
CAPACITY AGAINST 80 FEET HEAD, COUPLED TO SUITABLE ELECTRIC 
MOTOR. 

II. SPECIFICATIONS AIRPOUCHED TO COMMERCE. THIS PROCUREMENT WILL 
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BE FINANCED WITH IDA CREDIT. EMBASSY WILL FORWARD BID DOCUMENTS 
AND SPECIFICATIONS TO INTERESTED U.S. FIRMS ON REQUEST (CITING 
ITEM L), ENCLOSING (OR FOLLOWED BY) CHECK FOR $3.00 PER SET, 

PAYABLE TO AMERICAN EMBASSY, RANGOON. 

OSBORN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975RANG0000378 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750054-1019 
From: RANGOON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750241 /aaaabktt. tel 

Line Count: 120 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunnlnFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 MAY 2003 by RuthemTJ>; APPROVED <12 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BTIO, BM 
To: COM 
Type: TE 
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